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*  ST.   PETER  CHAPEL.   GRAND  DETOUR.  ILLINOIS. 

This  church,,  now  a  chapel  of  St.  Luke's  Episcopal 
Parish  of  Dixon,  Illinois,  is  the  second  oldest  Episco- 
pal Church  in  the  Diocese  of  Chicago.  The  corner- 
stone was  laid  on  June  17,  1849. 

Ektachrome  by  Brueckners. 


63768-B 


JD  DEXTER  PRESS,  INC. 
"  wist  NTict.  new  ro»n 


PLACE 
STAMP 
HERE 


